4 POPULAR PHOTOGRAPHY 


COLORCAMERA 


A New and Revolutionary Camera 
Designed Especially for Color 


@ Everything you need for superb Color Photography—everything the exacting 
Black-and-White photographer could ask for—all combined in a beautiful low- 
priced precision- built camera. 

A PHOTOELECTRIC Exposure Meter—built-in—gives you accurate exposure 
readings from 1.4 to 2050 footcandles, a much greater range than most meters 
selling at $14 to $25. The meter is instantly removable for close-up readings, is 
built by a nationally known manufacturer, and is guaranteed for one year. 

The Speedy :4 Lens is color corrected far beyond the minimum required for 
faithful color reproduction, and has just the right margin of extra speed for fully 
exposed, brilliant color transparencies. It is custom-fitted in a new, smooth-working 
continuous focusing mount, calibrated for distances from 1 foot to infinity—no 
expensive portrait or copying attachments to buy. 

The ALL METAL Die-Cast Body is amazingly slim and compact, leather-covered, 
and trimmed in a lusterous Satin-Chrome finish. The re-wind key and positive back 
lock fold neatly into the streamlined body, making a truly pocket size camera. Many 
other refinements include a one-piece removable back-and-bottom for easy loading, 
@ new non-scratch film track, a new positive exposure recording mechanism, and 
provision for removing partially exposed film outside a darkroom. Any standard 
35 mm. film cartridge— Kodachrome or Black-and-White will fit. Your Argus dealer 
will be featuring this new Colorcamera soon—be sure to see it. Price $25.00. 


The NEW Argus Model A3 


At a considerably lower price, this 
signed addition to the famous Argus 
offers all of the features contained in the 
Colorcamera with the exception of the Photo- 
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All These 
NEW FEATURES 
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* New Eosy-to-use 
Exposure Calculating 
Dial 
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* Rugged Automatic 
Shutter with Speeds 
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